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THE CITY OF FORT WAYNE 



CITY-COUNTY BUILDING • ONE AAAIN STREET 
office of the mayor 


FORT WAYNE, INDIANA 46802 


November 30, 1979 

To the Common Council 
Gentlemen and Mrs. Schmidt: 



ntrORD 





Today, November 30, 1979, I have approved the following ordinances passed by 
the Common Council at its regular meeting of November 27, 1979. 


(Bill No. A-79-11-01) 
APPROPRIATION ORDINANCE NO. A-21-79 


AN ORDINANCE APPROPRIATING ADDITIONAL FUNDS FROM THE AVIATION GENERAL 
FUND NO. 120 TO THE 1979 BUDGET OF THE BOARD OF AVIATION COMMISSIONERS 

(Bill No. R-79-11-44) 

RESOLUTION NO. R-72-79 

A RESOLUTION authorizing payment to Koester's Body Shop, Inc. for repair 
of vehicle 


B 11 No R-79-11-45) 

RESOLUTION NO. R-73-79 

A RESOLUTION authorizing payment to various agencies for repair of vehicle 
and miscellaneous repair parts for the Traffic Engineering Department 

(Bill No. R-79-11-10) 

RESOLUTION NO. R-74-79 

A RESOLUTION finding, determining and ratifying an inducement resolution 
of the Fort Wayne Economic Development Commission authorizing the issuance and 
sale of $1,500,000 Economic Revenue Bonds of the City of Fort Wayne, Indiana, for 
the purpose of inducing the issuance and sale of $1,500,000 Economic Revenue 
Bonds of the City of Fort Wayne, Indiana, for the purpose of inducing the 
Applicant to proceed with the acquisition, construction and equipping of the 
Project (Nabisco, Inc.) 


MADE A MATTER OF RECORD 
PATE-CHARLES W. WESTERMAN, CITY CLERK 



EQUAL OPPORTUNITY EMPLOYER 
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(Bill No. R-79-11-11) 

RESOLUTION NO. R-75-79 

A RESOLUTION finding, determining and ratifying an inducement resolution 
of the Fort Wayne Economic Development Commission authorizing the issuance and 
sale of $500,000 Economic Revenue Bonds of the City of Fort Wayne, Indiana, 
for the purpose of inducing the Applicant to proceed with the acquisition, 
construction and equipping of the Project 

(Bill No. R-79-11-12) 

RESOLUTION NO. R-76-79 

A RESOLUTION finding, determining and ratifying an inducement resolution 
of the Fort Wayne Economic Development Commission authorizing the issuance and 
sale of $500,000 Economic Revenue Bonds of the City of Fort Wayne, Indiana, 
for the purpose of inducing the Applicant to proceed with the acquisition, 
construction and equipping of the Project (Aboite Adams Partnership) 

(Bill No. R-79-11-47) 

RESOLUTION NO. R-77-79 

A RESOLUTION finding, determining and ratifying an inducement resolution 
of the Fort Wayne Economic Development Commission authorizing the issuance 
and sale of $1,500,000 Economic Revenue Bonds of the City of Fort Wayne, 

Indiana, for the purpose of inducing the Applicant to proceed with the acquisition, 
construction and equipping of the Project (Holsum of Fort Wayne, Inc.) 

(Bill No. R-79-11-48) 

RESOLUTION NO. R-78-79 

A RESOLUTION finding, determining and ratifying an inducement resolution of 
the Fort Wayne Economic Development Commission authorizing the issuance and 
sale of $1,250,000 Economic Revenue Bonds of the City of Fort Wayne, Indiana, 
for the purpose of inducing the Applicant to proceed with the acquisition, 
construction and equipping of the Project (J.B. Tool, Die & Engineering, Inc.) 

(Bill No. S-79-11-02) 

SPECIAL ORDINANCE NO. S-196-79 

AN ORDINANCE approving an Agreement to Purchase Real Estate from Rose 
Freiburger for Neighborhood Care, Inc. located at 2530 Caroline Street 


3 


(Bill No. S-79-11-03) 

SPECIAL ORDINANCE NO. S-197-79 

AN ORDINANCE approving blanket Civil City and City Utilities Purchase Orders 
for purchase of tires and tubes for various departments of the City 

(Bill No. S-79-11-04) 

SPECIAL ORDINANCE NO. S-198-79 

AN ORDINANCE approving blanket Civil City and City Utilities Purchase Orders 
for 1980 for Asphalt for various departments of the City 

(Bill No. S-79-11-05) 

SPECIAL ORDINANCE NO. S-199-79 

AN ORDINANCE approving blanket Civil City and City Utilities Purchase Orders 
for 1980 for Grease and Oil Requirements for various departments of the City 

(Bill No. S-79-11-06) 

SPECIAL ORDINANCE NO. S-200-79 

AN ORDINANCE approving blanket Civil City and City Utilities Purchase Orders 
for 1980 for Auto Batteries, Filters and Spark Plugs for various departments 
of the City 


(Bill No. G-79-03-20) 

(AS AMENDED) 

GENERAL ORDINANCE NO. G-26-79 

AN ORDINANCE regarding Historic Preservation District and amending Chapter 33 
of the Code of the City of Fort Wayne, Indiana, 1974 

(Bill No. S-79-10-27) 

SPECIAL ORDINANCE NO. S-201-79 

AN ORDINANCE approving a contract for Water Contract No. 7909, between the 
City of Fort Wayne, Indiana and Bercot, Inc. for construction of water main 

(Bill No. S-79-11-25) 

SPECIAL ORDINANCE NO. S-202-79 

AN ORDINANCE approving a blanket purchase Order No. B-1443 for electric 
lamps for the City Street Lighting Department 
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(Bill No. S-79-11-26) 

SPECIAL ORDINANCE NO. S-203-79 

AN ORDINANCE approving blanket City Utilities Purchase Order Nos. B-1451 
to B-1459, inclusive, for purchase of chemicals for Three Rivers Filtration 
Plant 1980 requirements 


(Bill No. S-79-11-27) 

SPECIAL ORDINANCE NO. S-204-79 

AN ORDINANCE approving City Utilities Purchase Order No. 1432 with 
Industrial Tractor & Equipment Company, Inc. for Backhoe Trailers for Water 
Pollution Control Maintenance Department and Water Maintenance & Service 
Department 


(Bill No. S-79-11-28) 

SPECIAL ORDINANCE NO. S-205-79 

AN ORDINANCE approving City Utilities Purchase Order No. 1445 with Weiss 
Machinery Corporation for Backhoe Loaders for the Water Maintenance & Service 
Department and the Water Pollution Control Maintenance Department 

(Bill No. X-79-10-13) 

ANNEXATION ORDINANCE NO. X-ll-79 

AN ORDINANCE annexing certain territory, commonly known as The Park, 
to Fort Wayne, and including the same in Councilmanic District No. 3 

(Bill No. f^-79-10-14) 

RESOLUTION NO. R-79-79 

A RESOLUTION of the Common Council setting forth the policy of the City in 
regard to the annexation of The Park 




THE CITY OF FORT WAYNE 



CITY-COUNTY BUILDING • ONE AAAIN STREET 
office of the mayor 


FORT WAYNE, INDIANA 46802 


December 14, 1979 

To the Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt 

Today, December 14, 1979, I have approved the following ordinances passed by 
the Common Council at its regular meeting on December 11, 1979 

(Bill No. S-79-12-01) 

SPECIAL ORDINANCE NO. S-206-79 

AN ORDINANCE AUTHORIZING THE CITY OF FORT WAYNE TO ISSUE ITS "ECONOMIC 
DEVELOPMENT FIRST MORTGAGE REVENUE BONDS, SERIES 1979 (THE CLASSIC 
COMPANY, INC. PROJECT)" AND APPROVING OTHER ACTIONS IN RESPECT THERETO 

(Bill No. S-79-11-32) 

SPECIAL ORDINANCE NO. S-207-79 

AN ORDINANCE AUTHORIZING THE CITY OF FORT WAYNE TO ISSUE ITS $1,250,000 ECONOMIC 
DEVELOPMENT FIRST MORTGAGE REVENUE BOND (3701 ASSOCIATES PROJECT) AND 
APPROVING AND AUTHORIZING OTHER ACTIONS IN RESPECT THERETO 

(Bill No. S-79-11-33) 

(AS AMENDED) 

SPECIAL ORDINANCE NO. S-208-79 

AN ORDINANCE AUTHORIZING THE CITY OF FORT WAYNE TO ISSUE ITS $4,000,000 00 
ECONOMIC DEVELOPMENT REVENUE BONDS (GENOVA, INC. PROJECT) AND APPROVING 
AND AUTHORIZING OTHER ACTIONS IN RESPECT THERETO 

(Bill No. S-79-11-34) 

SPECIAL ORDINANCE NO. S-209-79 

AN ORDINANCE approving blanket Civil City and City Utilities Purchase Orders 
for stone, sand top soil and various aggregates for various departments of the City 
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(Bill No. S-79-11-35) 

SPECIAL ORDINANCE NO. S-210-79 

AN ORDINANCE approving Civil City and City Utilities Purchase Orders for vehicles 
for various departments of the City 

(Bill No. S-79-11-36) 

SPECIAL ORDINANCE NO. S-211-79 

AN ORDINANCE approving blanket Civil City and City Utilities Purchase Orders 
for 1980 Gasoline Requirements for various departments of the City 

(Bill No. S-79-11-37) 

SPECIAL ORDINANCE NO. S-212-79 

AN ORDINANCE approving Change Order No. 1 Sewer Improvement Resolution No. 
307-79 in connection with Ranchwood, Phase I Sanitary Sewer 

(Bill No. S-79-11-38) 

SPECIAL ORDINANCE NO. S-213-79 

AN ORDINANCE approving a contract for Improvement Resolution No. 5836-79, 
between the City of Fort Wayne, Indiana and F.E. Gates Company, DBA Structural 
Concrete Services, Contractor for repair of City-County Building Parking Plaza 

(Bill No. S-79-11-39) 

SPECIAL ORDINANCE NO. S-214-79 

AN ORDINANCE approving Change Order No. 1, in connection with the Civic Center 
Parking Garage 

(Bill No. S-79-11-40) 

SPECIAL ORDINANCE NO. S-215-79 

AN ORDINANCE approving an Agreement to Purchase by Robert E. and L.L. Martin 

(Bill No. S-79-11-41) 

SPECIAL ORDINANCE NO. S-216-79 

AN ORDINANCE approving an Agreement to Purchase Real Estate by Jesus Name Church 
and Cordis Middleton from the Board of Public Works 

(Bill No. S-79-11-42) 

SPECIAL ORDINANCE NO. S-217-79 

AN ORDINANCE approving an Agreement to Purchase Real Estate by Eugen A. 
Bondarenko from the Board of Public Works 
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(Bill No. S-79-11-43) 

SPECIAL ORDINANCE NO. S-218-79 

AN ORDINANCE approving a certain bid document for purchase of police uniforms 
for Board of Public Safety 


(Bill No. R-79-11-46) 

RESOLUTION NO. R-80-79 

A RESOLUTION amending Article II, Chapter 2 of the Code of the City of Fort Wayne, 
Indiana of 1974 (Rules of the Common Council) by adding thereto a new Division 6. 
"Procedure for designating an urban development area pursuant to I.C. 6-1.1-12-. 1-2" 

(Bill No. R-79-12-04) 

RESOLUTION NO. R-81-79 

A RESOLUTION finding, determining and ratifying an inducement resolution of the 
Fort Wayne Economic Development Commission authorizing the issuance and sale 
of $825,000 Economic Revenue Bonds of the City of Fort Wayne, Indiana, for the 
purpose of inducing the Applicant to proceed with the acquisition, construction and 
equipping of the Project 


(Bill No. R-79-12-07) 

RESOLUTION NO. R-82-79 

A RESOLUTION finding, determining and ratifying an inducement resolution of the 
Fort Wayne Economic Development Commission authorizing the issuance and sale of 
$500,000 Economic Revenue Bonds of the City of Fort Wayne, Indiana, for the purpose 
of inducing the Applicant to proceed with the acquisition, construction and equipping 
of the Project 


(Bill No. R-79-12-08) 

RESOLUTION NO. R-83-79 

A RESOLUTION finding, determining and ratifying an inducement resolution of the 
Fort Wayne Economic Development Commission authorizing the issuance and sale of 
$1,950,000 Economic Revenue Bonds of the City of Fort Wayne, Indiana, for the 
purpose of inducing the Applicant to proceed with the acquisition, construction 
and equipping of the Project 


(Bill No. R-79-12-09) 
RESOLUTION NO. R-84-79 
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A RESOLUTION authorizing the transfer of funds from the Controller’s 1979 Budget 
Line 402-010-002-4510 "Insurance" to Line 402-010-002-4294 "Election Expenses" 

(Bill No. R-79-12-10) 

RESOLUTION NO. R-85-79 

A RESOLUTION authorizing the transfer of funds from Fire Department's Accounts 
No. 402-010-015-4111 "Salaries Regular" and Account No. 402-010-015-4540 
"Clothing Allowance: to various accounts within the Fire Department's 1979 budget, and 
transfer of funds from E.M.S.'s Account No. 402-010-019-4111 "Salaries Regular" 
to various accounts within the E.M.S. 1979 budget 

(Bill No. R-79-12-12) 

RESOLUTION NO. R-86-79 

A RESOLUTION authorizing payment to various agencies for repair of various 
vehicles 


(Bill No. Z-78-11-62) 

ZONING MAP ORDINANCE NO . Z-27-79 

AN ORDINANCE amending the City of Fort Wayne Zoning Map No. M-30 

(Bill No. Z-79-10-07) 

ZONING MAP ORDINANCE No. Z-28-79 

AN ORDINANCE amending the City of Fort Wayne Zoning Map No. 0-7 

(Bill No. Z-79-10-08) 

ZONING MAP ORDINANCE NO. Z-29-79 

AN ORDINANCE amending the City of Fort Wayne Zoning Map No. L-14 

(Bill No. G-79-07-30) 

GENERAL ORDINANCE NO . G-27-79 

AN ORDINANCE amending General Ordinance No. G-97 by authorizing the vacation 
of certain alley east of Beacon Street 

(Bill No. S-79-11-52) 

SPECIAL ORDINANCE NO. S-219-79 

AN ORDINANCE approving an Agreement with the Brotherhood Mutual Insurance 
Company, for construction of a sanitary sewer 
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(Bill No. S-79-11-53) 

SPECIAL ORDINANCE NO. S-220-79 

AN ORDINANCE approving a blanket purchase order - City Utilities Purchase Order 
No. B-1539 for supplies for the Water Pollution Control Maintenance Department 

(Bill No. S-79-11-54) 

SPECIAL ORDINANCE NO. S-221-79 

AN ORDINANCE approving City Utilities Purchase Order Nos. 1515 with U.S. Pipe 
and Foundry Company and 1516 with Treaty Company for materials for Water 
Engineering Department 


(Bill No. S-79-11-55) 

SPECIAL ORDINANCE NO . S-222-79 

AN ORDINANCE approving blanket purchase orders - City Utilities Purchase Orders 
Nos. 1529 and 1530 for supplies for the Water Maintenance and Service Department 

(Bill No. S-79-11-56) 

SPECIAL ORDINANCE NO. S-223-79 

AN ORDINANCE approving a blanket purchase order - City Utilities Purchase Order 
No. B-1534 for copper pipe for the Water Maintenance & Service Department 

(Bill No. S-79-11-57) 

SPECIAL ORDINANCE NO. S-224-79 

AN ORDINANCE approving Change Order No. 4, Contract No. 77-W-2 in connection 
with Water Works Improvements, Filtration Plant Additions 

. Bill No. S-79-11-58) 

SPECIAL ORDINANCE NO. S-225-79 

AN ORDINANCE approving a blanket purchase order - City Utilities Purchase Order 
No. B-1528 for Fire Hydrants for the Water Maintenance & Service Department 




THE CITY OF FORT WAYNE 



CITY-COUNTY BUILDING • ONE AAAIN STREET 
office of the mayor 


FORT WAYNE, INDIANA 46802 


December 21, 1979 

To the Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt: 
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Today, December 21, 1979, I have approved the following ordinance passed by 
the Common Council at its special meeting on December 18, 1979 


(Bill No. S-79-12-02) 

(AS AMENDED) 

(SPECIAL ORDINANCE NO . S-226-79 


AN ORDINANCE approving an amendment to Special Ordinance No. 170-76 approving 
an amendment to Contract No. 63-289-13 between the City of Fort Wayne, Indiana, 
and National Serv-All, Inc., Contractor, for collection, transportation and disposal 
of solid wastes in the City of Fort Wayne, Indiana 




EQUAL OPPORTUNITY EAAPLOYER 



CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 

city plan commission 


THE CITY OF FORT WAYNE 


8 December 1979 


COMMUNICATIONS FROM THE CITY PLAN COMMISSION 


The Common Council of the 
City of Fort Wayne 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is the recommendation of the City Plan Commission on 
one (1) ordinance concerning the amendment of the Zoning Ordinance 
(General Ordinance No. 2836, amending Chapter 36 of the Municipal 
Code of the City of Fort Wayne, Indiana, 1946). The proposed ordinance 
is designated as: 


BILL NO. Z-79-11-19 


Respectfully submitted 


CITY PLAN COMMISSION 


Certified and signed this 
28th day of December 1979. 



Thomas G. Adams 
Secretary 



AN EQUAL OPPORTUNITY EMPLOYER 





city plan commission 


CITY-COUNTV BUILDING • ONE AAAIN STREET • FORT WAYNE, INDIANA 46802 


THE CITY OF FORT WAYNE 


28 December 1979 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is a resolution pertaining to a zoning ordinance amendment 
acted upon by the City Plan Commission at their meeting held December 17, 1979. 
In addition to the reasons outlined in the resolution, the following are 
additional remarks pertaining to the ordinance: 

1. Bill No. Z-79-11-19 

2. From RA to R3 

3. Intended Use: Not Given 

4. Plan Commission Recommendation: DO PASS 

This ordinance received a DO PASS recommendation for the following 
reason: 

a. This property will serve as an effective buffer between the 
single family uses on the south side of Cook Road and the 
multi-family development located north of these properties. 

If there are any questions with regard to this ordinance, please feel free 
to call on us. 


Respectfully submitted 



COMMUNITY DEVELOPMENT & PLANNING 


Gary F. Baeten 
Senior Planner 


GFB:pb 


AN EQUAL OPPORTUNITY EMPLOYER 



RESOLUTION OF ZONING ORDINANCE AMENDMENT RECOMMENDATION 


WHEREAS, the Common Council of the City of Fort Wayne, Indiana, 
on November 13, 1979, referred a proposed zoning map amendment to the 
City Plan Commission which proposed ordinance was desiqnated as Bill No. 

Z-79-11-19; and, 

WHEREAS, the required notice of oublic hearing on such proposed 
ordinance has been published as required by law; and, 

WHEREAS, the City Plan Commission conducted a public hearing 
on such proposed ordinance on December 10, 1979; 

NOW THEREFORE, BE IT RESOLVED that the City Plan Commission 
does hereby recommend that such proposed ordinance DO PASS for the 
reasons that a need has been shown for the Land Use Plan to be amended, 
the amendment will be in the best interest of and benefit to the area 
involved and of and to the City, and the amendment will not be detrimental 
to and does not conflict with the overall City Plan; 

BE IT FURTHER RESOLVED that the Secretary is hereby directed to 
present a copy of this resolution to the Common Council at its next regular 
meeting. 


This is to certify that the above is a true and exact copy of a 
resolution adopted at the meeting of the Fort Wayne City Plan Commission 
held December 17, 1979. 


Certified and signed this 
28th day of December 1979. 



Thomas G. Adams 
Secretary 
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THE CITY OF FORT WAYNE 


CITY-COUNTY BUILDING • 
city plan commission 


ONE MAIN STREET 


FORT WAYNE, INDIANA 46802 


12 December 1979 


COMMUNICATIONS FROM THE CITY PLAN 


COMMISSION 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 


Gentlemen and Mrs. Schmidt: 

The City Plan Commission at its Business Meeting in November of 1979 passed a 
motion requesting that the City Council WITHDRAW the currently introduced 
recodification, Bill No. G—79“02—18, of the Zoning Ordinance and introduce the 
new recodification. 

We are requesting this withdrawal of Bill No. G-79-02-18 in order that the 
revised recodification of the Zoning Ordinance will not have amendments, but 
instead will be a combination of Chapter 36 of the old Municipal Code and 
Chapter 33 of the recodified Municipal Code. 


The City Plan Commission will submit amendments to the recodified Zoning 
Ordinance following its passage. Some of the amendments which we hope to 
submit in the future include: Family Day Care, New Shopping Center Ordinance, 
Office Park District, and Regulated Uses. 


I f you 


have any questions regarding this 


matter, 


please contact us. 


Sincerely, 


GFB:pb 
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Gary/P. Baeten 
Senior Planner 
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CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 

city plan commission 


THE CITY OF FORT WAYNE 


20 December 1979 


COMMUNICATIONS FROM THE CITY PLAN COMMISSION 


The Common Council of the 
City of Fort Wayne 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is the recommendation of the City Plan Commission on 
one (1) ordinance concerning the amendment of the Zoning Ordinance 
(General Ordinance No. 2836, amending Chapter 36 of the Municipal Code 
of the City of Fort Wayne, Indiana, 1946). The proposed ordinance is 
designated as: 


BILL NO. Z-79-11-51 


Respectfully submitted, 


CITY PLAN COMMISSION 


Certified and signed this 
20th day of December 1979. 



Thomas G. Adams 
Secretary 



AN EQUAL OPPORTUNITY EMPLOYER 




THE CITY OF FORT WAYNE 

CITY-COUNTY BUILDING • ONE AAAIN STREET • FORT WAYNE, INDIANA 46802 
city plan commission 


20 December 1979 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is a resolution pertaining to a zoning ordinance amendment 
acted upon by the City Plan Commission at their regular meeting held 
December 17, 1979. In addition to the reasons outlined in the resolution, 
the following are additional remarks pertaining to the ordinance: 

1. BILL NO. Z-79-11-51 

2. From R-A to R-l 

3. Intended Use: Single Family Residential 

4. Plan Commission Recommendation: DO PASS 

This ordinance received a DO PASS recommendation for the following 
reason: 

a. The downgrading request reflects the present land use of the 
neighborhood. 

If there are any questions with regard to this ordinance, please feel free to 
call on use. 


Respectfully submitted. 



Gary F. Baeten 
Senior Planner 


GFB:pb 
Attachments 


AN EQUAL OPPORTUNITY EMPLOYER 


RESOLUTION OF ZONING ORDINANCE AMENDMENT RECOMMENDATION 


WHEREAS, the Common Council of the City of Fort Wayne, Indiana, 
on November 27, 1979 referred a proposed zoning map amendment to the 
City Plan Commission which proposed ordinance was designated as Bill 
No. Z-79-11-51; and, 

WHEREAS, the required notice of public hearing on such proposed 
ordinance has been published as required by law; and, 

WHEREAS, the City Plan Commission conducted a public hearing on 
such proposed ordinance on December 10, 1979; 

NOW THEREFORE, BE IT RESOLVED that the City Plan Commission does 
hereby recommend that such proposed ordinance DO PASS for the reasons 
that a need has been shown for the Land Use Plan to be amended, the 
amendment will be in the best interest of and benefit to the area 
involved and of and to the City, and the amendment will not be detrimental 
to and does not conflict with the overall City Plan; 

BE IT FURTHER RESOLVED that the Secretary is hereby directed to 
present a copy of this resolution to the Common Council at its next regular 
meeting. 


This is to certify that the above is a true and exact copy of a 
resolution adopted at the meeting of the Fort Wayne City Plan Commission 
held December 17, 1979. 


Certified and signed this 
20th day of December 1979. 



Thomas G. Adams 
Secretary 
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CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 

city plan commission 


THE CITY OF FORT WAYNE 


20 December 1979 


COMMUNICATIONS FROM THE CITY PLAN COMMISSION 


The Common Council Of the 
City of Fort Wayne 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is the recommendation of the City Plan Commission on one 
(1) ordinance concerning the amendment of the Zoning Ordinance (General 
Ordinance No. 2836, amending Chapter 36 of the Municipal Code of the 
City of Fort Wayne, Indiana, 1946). The proposed ordinance is designated 


as: 


BILL NO. Z-79-11-13 


Respectfully submitted. 


CITY PLAN COMMISSION 


Certified and signed this 
20th day of December 1979. 



Thomas G. Adams 
Secretary 




AN EQUAL OPPORTUNITY EMPLOYER 


THE CITY OF FORT WAYNE 



CITY-COUNTY BUILDING • 
city plan commission 


ONE AAAIN STREET 


FORT WAYNE, INDIANA 46802 


20 December 1979 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is a resolution pertaining to a zoning ordinance amendment acted 
upon by the City Plan Commission at their meeting held December 17, 1979. In 
addition to the reasons outlined in the resolution, the following are additional 
remarks pertaining to the ordinance: 

1. BILL NO. z-79-11-13 

2. From R-3 to B-3-B 

3. Intended Use: Not Given 

4. Plan Commission Recommendation: DO PASS 

This ordinance received a DO PASS recommendation for the following 
reason: 

a. The use of this property under the R-3 zoning classification is no 
longer viable in light of surrounding uses. 

If there are any questions with regard to this ordinance, please feel free to 
call on us. 


Respectfully submitted, 

COMMUNITY DEVELOPMENT & PLANNING 

, ^ f . 

Gary F. Baeten 
Senior Planner 

GFB:pb 
Attachments 



AN EQUAL OPPORTUNITY EMPLOYER 


RESOLUTION OF ZONING ORDINANCE AMENDMENT RECOMMENDATION 


WHEREAS, the Common Council of the City of Fort Wayne, Indiana, 
on November 13, 1979 referred a proposed zoning map amendment to the 
City Plan Commission which proposed ordinance was designated as Bill 
No. Z-79-11-13; and, 

WHEREAS, the required notice of public hearing on such proposed 
ordinance has been published as required by law; and, 

WHEREAS, the City Plan Commission conducted a public hearing 
on such proposed ordinance on December 10, 1979; 

NOW THEREFORE, BE IT RESOLVED that the City Plan Commission 
does hereby recommend that such proposed ordinance DO PASS for the 
reasons that a need has been shown for the Land Use Plan to be amended, 
the amendment will be in the best interest of and benefit to the area 
involved and of and to the City, and the amendment will not be detrimental 
to and does not conflict with the overall City Plan; 

BE IT FURTHER RESOLVED that the Secretary is hereby directed 
to present a copy of this resolution to the Common Council at its 
next regular meeting. 


This is to certify that the above is a true and exact copy of 
a resolution adopted at the meeting of the Fort Wayne City Plan 
Commission held December 17, 1979. 

Certified and signed this 
20th day of December 1979. 



Thomas G. Adams 
Secretary 
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CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 

city plan commission 


THE CITY OF FORT WAYNE 


28 December 1979 


COMMUNICATIONS FROM THE CITY PLAN COMMISSION 


The Common Council of the 
City of Fort Wayne 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is the recommendation of the City Plan Commission on one 
(1) ordinance concerning the amendment of the Zoning Ordinance (General 
Ordinance No. 2836, amending Chapter 36 of the Municipal Code of the City 
Fort Wayne, Indiana, 1946). The proposed ordinance is designated as: 


BILL NO. Z-79-11-49 


Respectfully submitted; 


CITY PLAN COMMISSION 


Certified and signed this 
28th day of December 1979. 




Thomas G. Adams 
Secretary 





AN EQUAL OPPORTUNITY EMPLOYER 



THE CITY OF FORT WAYNE 

CITY-COUNTY BUILDING • ONE AAAIN STREET • FORT WAYNE, INDIANA 46802 
city plan commission 


28 December 1979 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is a recommendation pertaining to a zoning ordinance 
amendment acted upon by the City Plan Commission at their meeting held 
December 17, 1979. In addition to the reasons outlined in the resolution 
the following are additional remarks pertaining to the ordinance: 

1. Bill No. Z—79—11-49 

2. From R-l to R-3 

3. Intended Use: Corporate Office for Hardware Wholesalers, Inc. 

4. Plan Commission Recommendation: DO PASS 

This ordinance received a DO PASS recommendation with the following recommendations 
to be forwarded to the Board of Zoning Appeals : 

a. The petitioner shall install a sidewalk along E. State Blvd., as part of 
the development of the R-3 property. 

b. The developer will dedicate additional right-of-way, if necessary, to 
facilitate the widening of E. State Blvd., to 4 lanes. 

c. The developer will provide one appropriate traffic control device at 
his point of ingress and egress and if and when it is deemed necessary 
to install a signal at Grandeur and East State as determined by the 
Traffic Engineering Department, the Neighborhoods and the Developer. 

There will be an attempt at thctt time to pursue funds to pay for same. 

d. The geometries of the E. State Blvd., access shall be determined by the 
Traffic Engineering Department and in cooperation with the developer. 

We would feel that the widening of E. State Blvd., is an integral part of this 
rezoning. Therefore, the Commission and the City along with Hardware Wholesalers, 
Inc., should examine sources of funds that could be utilized to accomplish the 
improvement. 


EQUAL OPPORTUNITY EMPLOYER 




RESOLUTION OF ZONING ORDINANCE AMENDMENT RECOMMENDATION 


WHEREAS, the Common Council of the City of Fort Wayne, Indiana, 
on November 27, 1979, referred a proposed zoning map amendment to the 
City Plan Commission which proposed ordinance was designated as Bill No. 
Z-79-11-49; and, 

WHEREAS, the required notice of public hearing on such proposed 
ordinance has been published as required by law; and, 

WHEREAS, the City Plan Commission conducted a public hearing 
on such proposed ordinance on December 10, 1979; 

NOW THEREFORE, BE IT RESOLVED that the City Plan Commision 
does hereby recommend that such proposed ordinance DO PASS for the reasons 
that a need has been shown for the Land Use Plan to be amendment, the 
amendment will be in the best interest of and benefit to the area involved 
and of and to the City, and the amendment will not be detrimental to and 
does not conflict with the overall City Plan; 

BE IT FURTHER RESOLVED that the Secretary is hereby directed 
to present a copy of this resolution to the Common Council at its next 
regular meeting. 


This is to certify that the above is a true and exact copy of 
a resolution adopted at the meeting of the Fort Wayne City Plan Commission 
held December 17, 1979. 

Certified and signed this 
28th day of December 1979. 

Thomas G. Adams 
Secretary 


Members of the Common Council 
28 December 1979 

Page two 


If there are any questions with regard to this ordinance, please feel free 
to call on us. 

Respectfully submitted. 



Gary F. Baeten 
Senior Planner 


GFB:pb 
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CITY-COUNTY BUILDING • ONE AAAIN STREET • FORT WAYNE, INDIANA 46802 

city plan commission 


THE CITY OF FORT WAYNE 


28 December 1979 


COMMUNICATIONS FROM THE CITY PLAN COMMISSION 


The Common Council of the 
City of Fort Wayne 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is the recommendation of the City Plan Commission on one 
(1) ordinance concerning the amendment of the Zoning Ordinance (General 
Ordinance No. 2836, amending Chapter 36 of the Municipal Code of the 
City of Fort Wayne, Indiana, 1946). The proposed ordinance is designated 


as: 


BILL NO. Z-79-11-50 


Respectfully submitted, 
CITY PLAN COMMISSION 


Certified and signed this 
28th day of December 1979. 






Thomas G. Adams 
Secretary 




AN EQUAL OPPORTUNITY EMPLOYER 



city plan commission 


THE CITY OF FORT WAYNE 


CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 


28 December 1979 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is a resolution pertaining to a zoning ordinance amendment acted 
upon by the City Plan Commission at their meeting held December 17, 1979. In 
addition to the reasons outlined in the resolution, the following are additional 
remarks pertaining to the ordinance: 

1. Bill No. Z-79-11-50 

2. From RA to Ml 

3. Intended Use: Schlatter Hardware - Industrial Park Future Development 

4. Plan Commission Recommendation - DO PASS 

This ordinance received a DO PASS recommendation for the following 
reason: 

a. This is a logical extension of an industrial district. 

If there are any questions with regard to this ordinance, please feel free 
to call on us. 


Respectfully submitted 



COMMUNITY DEVELOPMENT & PLANNING 


Gary F. ; Baeten 
Senior Planner 


GFB:pb 


AN EQUAL OPPORTUNITY EMPLOYER 



RESOLUTION OF ZONING ORDINANCE AMENDMENT RECOMMENDATION 


WHEREAS, the Common Council of the City of Fort Wayne, Indiana, 
on November 27, 1979 referred a proposed zoning map amendment to the 
City Plan Commission which proposed ordinance was designated as Bill No. 
Z-79-11-50; and, 

WHEREAS, the required notice of public hearing on such proposed 
ordinance has been published as required by law; and, 

WHEREAS, the City Plan Commission conducted a public hearing on 
such proposed ordinance on December 10, 1979; 

NOW THEREFORE, BE IT RESOLVED that the City Plan Commission 
does hereby recommend that such proposed ordinance DO PASS for the 
reasons that a need has been shown for the Land Use Plan to be amended, 
the amendment will be in the best interest of and benefit to the area involved 
and of and to the City, and the amendment will not be detrimental to and does 
not conflict with the overall City Plan; 

BE IT FURTHER RESOLVED that the Secretary is hereby directed to present 
a copy of this resolution to the Common Council at its next regular meeting. 


This is to certify that the above is a true and exact copy of a 
resolution adopted at the meeting of the Fort Wayne City Plan Commission held 
December 17, 1979. 

Certified and signed this 
28th day of December 1979. 

Thomas G. Adams 
Secretary 
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CITY-COUNTY BUILDING • ONE AAAIN STREET • FORT WAYNE, INDIANA 46802 

city plan commission 


THE CITY OF FORT WAYNE 


28 December 1979 


COMMUNICATIONS FROM THE CITY PLAN COMMISSION 


The Common Council of the 
City of Fort Wayne 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is the recommendation of the City Plan Commission on one 
(1) ordinance concerning the amendment of the Zoning Ordinance (General 
Ordinance No. 2836, amending Chapter 36 of the Municipal Code of the 
City of Fort Wayne, Indiana, 1946). The proposed ordinance is designated 


as: 


BILL NO. Z-79-11-16 


Respectfully submitted, 
CITY PLAN COMMISSION 


Certified and signed this 
28th day of December 1979. 



Thomas G. Adams 
Secretary 




AN EQUAL OPPORTUNITY EMPLOYER 




city plan commission 


THE CITY OF FORT WAYNE 


CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 


28 December 1979 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is a resolution pertaining to a zoning ordinance amendment 
acted upon by the City Plan Commission at their meeting held December 17, 1979. 
In addition to the reasons outlined in the resolution, the following are 
additional remarks pertaining to the ordinance. 

1. Bill No. Z-79-11-16 

2. From RA to R3 

3. Intended Use: Not Given 

4. Plan Commission Recommendation: DO PASS 

This ordinance received a DO PASS recommendation for the following 
reason: 

a. This property will serve as an effective buffer between the 
single family uses on the south side of Cook Road and the 
multi-family development located north of these properties. 

If there are any questions with regard to this ordinance, please feel free 
to call on us. 


Respectfully submitted 



Senior Planner 


GFB:pb 


AN EQUAL OPPORTUNITY EMPLOYER 


RESOLUTION OF ZONING ORDINANCE AMENDMENT RECOMMENDATION 


WHEREAS, the Common Council of the City of Fort Wayne, Indiana, 
on November 13, 1979, referred a prooosed zoning maD amendment to the 
City Plan Commission which proposed ordinance was designated as Bill No. 

Z-79-11-16; and, 

WHEREAS, the required notice of public hearing on such proposed 
ordinance has been published as required by law; and, 

WHEREAS, the City Plan Commission conducted a public hearing on 
such proposed ordinance on December 10, 1979; 

NOW THEREFORE, BE IT RESOLVED that the City Plan Commission 
does hereby recommend that such proposed ordinance DO PASS for the reasons 
that a need has been shown for the Land Use Plan to be amended, the 
amendment will be in the best interest of and benefit to the area involved 
and of and to the City, and the amendment will not be detrimental to and 
does not conflict with the overall City Plan; 

BE IT FURTHER RESOLVED that the Secretary is hereby directed to present 
a copy of this resolution to the Common Council at its next regular meeting. 


This is to certify that the above is a true and exact copy of a 
resolution adopted at the meeting of the Fort Wayne City Plan Commission held 
December 17, 1979. 

Certified and signed this 


28th day of December 1979. 



Thomas G. Adams 
Secretary 
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THE CITY OF FORT WAYNE 



city plan commission 


CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 


28 December 1979 


COMMUNICATIONS FROM THE CITY PLAN COMMISSION 


The Common Council of the 
City of Fort Wayne 
City-County Building 
One Main Street 
Fort Wayne, IN 45802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is the recommendation of the City Plan Commission on one 
(1) ordinance concerning the amendment of the Zoning Ordinance (General 
Ordinance No. 2836, amending Chapter 36 of the Municipal Code of Fort 
Wayne, Indiana, 1946). The proposed ordinance is designated as: 


BILL NO. Z-79-11-18 


Respectfully submitted 


CITY PLAN COMMISSION 


Certified and signed this 
28th day of December 1979, 




Thomas G. Adams 
Secretary 




AN EQUAL OPPORTUNITY EMPLOYER 


r 



CITY-COUNTY BUILDING • ONE AAAIN STREET • FORT WAYNE, INDIANA 46802 
city plan commission 


THE CITY OF FORT WAYNE 


28 December 1979 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is a resolution pertaining to a zoning ordinance amendment 
acted upon by the City Plan Commission at their meeting held December 17, 1979. 
In addition to the reasons outlined in the resolution, the following are 
additional remarks pertaining to the ordinance. 

1. Bill No. Z-79-11-18 

2. From RA to R3 

3. Intended Use: Not Given 

4. Plan Commission Recommendation: DO PASS 

This ordinance received a DO PASS recommendation for the following 
reason: 

a. This property will serve as an effective buffer between the 

single family uses on the south side of Cook Road and the multi- 
family development located north of these properties. 

If there are any questions with regard to this ordinance, please feel free 
to call on us. 


Respectfully submitted. 



Gary F. Baeten 
Senior Planner 


GFB:pb 


RESOLUTION OF ZONING ORDINANCE AMENDMENT RECOMMENDATION 


WHEREAS, the Common Council of the City of Fort Wayne, Indiana, 
on November 13, 1979 referred a proposed zoning map amendment to the 
City Plan Commission which proposed ordinance was desianated as 
Bill No. Z-79-11-18; and, 

WHEREAS, the required notice of public hearing on such proposed 
ordinance has been published as required by law; arid, 

WHEREAS, the City Plan Commission conducted a public hearing 
on such proposed ordinance on December 10, 1979; 

NOW THEREFORE, BE IT RESOLVED that the City Plan Commission does 
hereby recommend that such proposed ordinance DO PASS for the reasons that 
a need has been shown for the Land Use Plan to be amended, the amendment 
will be in the best interest of and benefit to the area involved and of and 
to the City, and the amendment will not be detrimental to and does not 
conflict with the overall City Plan; 

BE IT FURTHER RESOLVED that the Secretary is hereby directed to 
present a copy of this resolution to the Common Council at its next regular 
meeting. 


This is to certify that the above is a true and exact copy of 
a resolution adopted at the meeting of the Fort Wayne City Plan Commission 
held December 17, 1979. 


Certified and signed this 
28th day of December 1979. 



Thomas G. Adams 
Secretary 
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THE CITY OF FORT WAYNE 



CITY-COUNTY BUILDING • 
city plan commission 


ONE MAIN STREET 


FORT WAYNE, INDIANA 46802 


28 December 1979 


COMMUNICATIONS FROM THE CITY PLAN COMMISSION 


The Common Council of the 
City of Fort Wayne 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is the recommendation of the City Plan Commission on one 
(1) ordinance concerning the amendment of the Zoning Ordinance (General 
Ordinance No. 2836, amending Chapter 36 of the Municipal Code of the 
City of Fort Wayne, Indiana, 1946). The proposed ordinance is desianated 
as: 


BILL NO. Z-79-11-17 


Certified and signed this 
28th day of December 1979. 


Respectfully submitted, 
CITY PLAN COMMISSION 




UZt2o 


Thomas G. Adams 
Secretary 




AN EQUAL OPPORTUNITY EMPLOYER 




CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 
city plan commission 


THE CITY OF FORT WAYNE 


28 December 1979 


Members of the Common Council 
City-County Building 
One Main Street 
Fort Wayne, IN 46802 

Gentlemen and Mrs. Schmidt: 

Attached hereto is a resolution pertaining to a zoning ordinance amendment 
acted upon by the City Plan Commission at their meeting held December 17, 1979. 
In addition to the reasons outlined in the resolution, the following are 
additional remarks pertaining to the ordinance: 

1. Bill No. Z—79-11-17 

2. From RA to R3 

3. Intended Use: Not Given 

4. Plan Commission Recommendation: DO PASS 

This ordinance received a DO PASS recommendation for the following 
reason: 

a. This property will serve as an effective buffer between the 
single family uses on the south side of Cook Road and the 
multi-family development location north of these properties. 

If there are any questions with regard to this ordinance, please feel free 
to call on us. 


Respectfully submitted, 



Gary F v Baeten 
Senior Planner 


GFB:pb 


AN EQUAL OPPORTUNITY EMPLOYER 



RESOLUTION OF ZONING ORDINANCE AMENDMENT RECOMMENDATION 


WHEREAS, the Common Council of the City of Fort Wayne, Indiana, 
on November 13, 1979, referred a proposed zoning map amendment to the 
City Plan Commission which proposed ordinance was desianated as Bill No. 
Z-79-11-17; and, 

WHEREAS, the required notice of public hearing on such proposed 
ordinance has been published as required by law; and, 

WHEREAS, the City Plan Commission conducted a public hearing 
on such proposed ordinance on December 10, 1979; 

NOW THEREFORE, BE IT RESOLVED that the City Plan Commission 
does hereby recommend that such proposed ordinance DO PASS for the 
reasons that a need has been shown for the Land Use Plan to be amended, 
the amendment will be in the best interest of and benefit to the area 
involved and of and to the City, and the amendment will not be detrimental 
to and does not conflict with the overall City Plan; 

BE IT FURTHER RESOLVED that the Secretary is hereby directed 
to present a copy of this resolution to the Common Council at its next 
regular meeting. 


This is to certify that the above is a true and exact copy of 
a resolution adopted at the meeting of the Fort Wayne City Plan Commission 
held December 17, 1979. 

Certified and signed this 
28th day of December 1979. 


Thomas G. Adams 
Secretary 
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President of the Common Council 
City of Fort Wayne, Indiana 

Gentlemen: 

Attached herewith are authenticated copies of the Board of 
Public Safety Regulatory Resolution Numbers: 90/79/E 

For the purpose of enforcement, please make this communication 
and the attached Regulatory Resolution a matter of record and 
incorporate it into the minutes of the next Common Council 
Meeting. 


Respectfully submitted. 


T „ 

Board of Public Safety 




RETURN CERTIFICATE 


(Regulatory Resolution No. 90/79/ E_) 


I hereby certify that I did this 14th d ay of 
December _, 19 79 deliver to each, the City Traffic 


Engineer, the Chief of Police, the City Attorney, the City 
Clerk and the President of the Common Council of the City 
of Fort Wayne, Indiana respectively, a copy of the within 
Regulatory Resolution No. 90/79/ F of the Board of Public 
Safety of the City of Fort Wayne, duly certified by me as 
Chairman of said Board, in accordance with the provisions 
of Section 17-4 of Chapter 17, of the Code of the City of 
Fort Wayne, Indiana 1974. 








REGULATORY RESOLUTION NO. 90/79/ E 
(Adopted December _ 14 , 19 79 ) 


WHEREAS, Section 17-4, Chapter 17 of the Code of the 
City of Fort Wayne, Indiana of 1974 authorizes the Board of 
Public Safety to make temporary or experimental regulations 
to cover special conditions; and, 

WHEREAS, a special condition has arisen justifying the 
Temporary Experimental Regulation hereinafter ordered, with 

regard to NO PARKING (EMERGENCY) _ 


AND, 


WHEREAS, the City Traffic Engineer has, by written memorandum 

dated _ December _ 12 19 79 , 

submitted to this Board his advice with regard to the regulation 
herein adopted, which written memorandum is on file in the 
office of this Board; 


NOW THEREFORE, BE IT RESOLVED BY THE BOARD OF PUBLIC SAFETY OF 
THE CITY OF FORT WAYNE, INDIANA: 

That, pursuant to the authority granted to this Board by 
Section 17-4 of Chapter 17 of the Code of the City of Fort Wayne, 
Indiana of 1974 to make temporary or experimental regulations to 
cover special conditions, it is hereby ordered, effective 

_ December _ J4_, 19 79 , and for a 

period of sixty (60) days thereafter, and when signs are erected 
pursuant hereto giving notice thereof, that the FOLLOWING IS 
ESTABLISHED: 

NO PARKING(EMERGENCY) 

Cass St. — west side -- from First St. to High St. 

Second St. -- both sides -- from Cass St. to Wells St. 
















President of the Common Council 
City of Fort Wayne, Indiana 


Gentlemen: 

Attached herewith are authenticated copies of the Board of 
Public Safety Regulatory Resolution Number 91/79/D 

For the purpose of enforcement, please make this communcation 
and the attached Regulatory Resolution a matter of record and 
incorporate it into the minutes of the next Common Council 
Meeting. 



Respectfully submitted 


Terry Coonan, Chairman 
Board of Public Safety 


RETURN CERTIFICATE 


(Regulatory Resolution No. 91779/ D_) 


I hereby certify that I did this 21st d ay "of 

December _, 19 79deliver to each, the City Traffic 


Engineer, the Chief of Police, the City Attorney, the City 
Clerk and the President of the Common Council of the City 
of Fort Wayne, Indiana respectively, a copy of the within 
Regulatory Resolution No. 91/79/D of the Board of Public 
Safety of the City of Fort Wayne, duly certified by me as 
Chairman of said Board, in accordance with the provisions 
of Section 17-4 of Chapter 17, of the Code of the City of 
Fort Wayne, Indiana 1974. 



CHAIRMAN, Board of Public Safety 







REGULATORY RESOLUTION NO. 91/79/ D 


(Adopted _ December _ 21 , 19 79 ) 


WHEREAS, Section 17-4, Chapter 17 of the Code of the 
City of Fort Wayne, Indiana of 1974 authorizes the Board 
of Public Safety to make regulations to carry out its 
delegated authority thereunder; and, 

WHEREAS, Section 123 of said chapter delegates 
to this Board authority to NO PARKING PASSENGER LOADING 
ZONE (DELEGATED) 


; and. 


WHEREAS, the City Traffic Engineer has, by written 

memorandum dated _ December _ 29 , 19 79 , 

submitted to this Board his advice with regard to the regulation 
hereinafter adopted, which written memorandum is on file in the 
office of this Board: 

NOW THEREFORE, BE IT RESOLVED BY THE BOARD OF PUBLIC SAFETY 
OF THE CITY OF FORT WAYNE, INDIANA 

That, pursuant to the authority delegated to this Board 

by Section 123 of Chapter 17 of the Code of the City of 
Fort Wayne, Indiana of 1974, it is hereby ordered, effective 

_ ' _ _, 19_, and when signs 

are erected pursuant hereto giving notice thereof, that the 
FOLLOWING IS ESTABLISHED: 

NO PARKING PASSENGER LOADING ZONE(DELEGATED) 

Penn Avenue -- south side -- from 90 ft. east of N. Clinton St. 

to 40 ft. east thereof 

















President of the Common Council 
City of Fort Wayne, Indiana 


Gentlemen: 

Attached herewith are authenticated copies of the Board of 
Public Safety Regulatory Resolution Number: 1/80/E 

For the purpose of enforcement, please make this communication 
and the attached Regulatory Resolution a matter of record and 
incorporate it into the minutes of the next Common Council 
Meeting. 


Respectfully submitted 



Member, Board of Public Safety 



RETURN CERTIFICATE 


(Regulatory Resolution No. _1/80/E_) 


I hereby certify that I did this 2nd _day of 

January _, 19 80 deliver to each, the City Traffic 

Engineer, the Chief of Police, the City Attorney, the City 
Clerk and the President of the Common Council of the City 
of Fort Wayne, Indiana respectively, a copy of the within 
Regulatory Resolution No. 1/80 /E of the Board of Public 
Safety of the City of Fort Wayne, duly certified by me as 
Chairman of said Board, in accordance with the provisions 
of Section 17-4 of Chapter 17, of the Code of the City of 
Fort Wayne, Indiana 1974. 



MWN, Board of Public Safety 

CHAIRMAN 







1/80/ E 


REGULATORY RESOLUTION NO. 

(Adopted _ January _ _2_, 19 80 ) 


WHEREAS, Section 17-4, Chapter 17 of the Code of the 
City of Fort Wayne, Indiana of 1974.authorizes the Board of 
Public Safety to make temporary or experimental regulations 
to cover special conditions; and, 

WHEREAS, a special condition has arisen justifying the 
Temporary Experimental Regulation hereinafter ordered, with 

regard to NO PARKING (TEMPORARY) EMERGENCY _ 


AND, 


WHEREAS, the City Traffic Engineer has, by written memorandum 

dated _ December _ 28_, 19 79 , 

submitted to this Board his advice with regard to the regulation 
herein adopted, which written memorandum is on file in the 
office of this Board; 


NOW THEREFORE, BE IT RESOLVED BY THE BOARD OF PUBLIC SAFETY OF 
THE CITY OF FORT WAYNE, INDIANA: 

That, pursuant to the authority granted to this Board by 
Section 17-4 of Chapter 17 of the Code of the City of Fort Wayne, 
Indiana of 1974 to make temporary or experimental regulations to 
cover special conditions, it is hereby ordered, effective 

_ Jan uary _£_, 19 80 , and for a 

period of sixty (60) days thereafter, and when signs are erected 
pursuant hereto giving notice thereof, that the FOLLOWING IS 
ESTABLISHED: 

NO PARKING (TEMPORARY)EMERGENCY 

Cass St. -- west side -- from Wells St. to Second 

Second St. -- north side -- from Harrison St. 65' west thereof 
















THE COUNCIL THEN ADJOURNED. 


CERTIFICATE 


I hereby certify that I am the duly elected, acting and incumbent 
City Clerk of the City of Fort Wayne, Indiana and as such the custodian of 
the records of the Common Council of said City and that the above and foregoing 
is the true, full and complete record of the proceedings of the Common Council 
of the City of Fort Wayne, Indiana for its Regular Session 

held on Tuesday _the 8th—" dav -January ’ , i 

that the numbered ordinances and resolutions shown therein were duly adopted 
by said Common Council on said date and were presented by me to the Mayor 
of the City of Fort Wayne and were signed and approved or disapproved by 
said Mayor as and on the dates shown as to each such ordinance and resolution 
respectively; and that all such records, proceedings, ordinances and resolutions 
remain on file and record in my office. 

WITNESS my hand and the official seal of the City of Fort Wayne, 
Indiana, this___day of 19 


£ u) . 

Charles W. Westerman 

City Clerk 










